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MarketResearchReports.Biz announces addition of new reporf'Cement Market in 
Nigeria 2015-2019 "to its database. 



About cement market in Nigeria 

The demand for cement in Nigeria witnessed a healthy growth as a result of large-scale investment in 



the construction sector. In 2014, the construction sector accounted for 3.58% of the GDP. In 2014, 
the non-residential sector accounted for the largest share in the construction market. 

Technavio's analysts forecast the cement market in Nigeria to grow at a CAGR of 10.02% in terms 
of newly installed units over the period 2014-2019. 

Download Sample copy of this Report @ 

http ://www.marketresearchreports.biz/sample/sample/3 17189 

Covered in this report 

The report covers the current and future market scenarios of the cement market in the Nigeria for 
the period 2015-2019. The market size was calculated considering construction spending and 
demand for cement (in terms of volume) in the country. The report also covers the present scenario 
of the construction sector and the major upcoming projects in Nigeria. The report gives a detailed 
analysis of the key vendors operating in the market. In addition, the report covers the major drivers, 
challenges, and trends influencing market growth. 

Key vendors 

• Dangote 

• Lafarge 

• UniCem 

Other prominent vendors 

• AshakaCem 

• Atlas Cement 

• BUA Cement 

Market driver : Backward integration policy 

Market challenge : High cost 

Market trend : Increased demand for housing 

For Market Research Latest Reports Visit @ Turbine Market in Indonesia 2015-2019 

A turbine is a mechanical device consisting of revolving rotors and blades, which transforms 
rotational energy into usable energy. The fluid used for the rotation can be steam, gas, or other 
combustion products such as C02 and carbon monoxide. There are three types of turbines: steam, 
gas, and CCGT. Steam turbine extracts thermal energy from steam and converts it into mechanical 
energy. Gas turbine is generally used in gas-fired power plants where an internal combustion engine 
is placed, in which the fuel is mixed with air and ignited. Because of the growing awareness about 
the environmental pollution caused by thermal power plants, most of the newly constructed gas- 
fired power plants are CCGT plants. 
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MarketResearchReports.Biz services are specially designed to save time and money for our clients 
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reports, custom research, subscription access and consulting services. We serve all sizes and types 
of companies spanning across various industries. 
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